
AN EXTRACT FROM MINUTES OF THE COUNCIL MEETING HELD 
ON 29 JUNE 2016 

7.2 VULAMEHLO MUNICIPALITY 2016/2017 SERVICE DELIVERY 
AND BUDGET IMPLEMENTATION PLAN (SDBIP) AND 
ORGANISATIONAL SCORECARD 


The Acting Municipal Manager took the meeting through the above 
item. — — ^ ^ 

Clir Mqadi proposed that the Vulamehio Service Delivery and Budget 
Implementation Plan (SDIBP) for 2016/2017 and the Organizational 
scorecard be approved and was seconded by Clir Ntombela, 
following which it was 

RESOLVED 

7.2.1 That the Vulamehio Municipality Service Delivery and Budget 
Implementation Plan (SDIBP) for 2016/2017 and the 
Organizational scorecard be approved. 
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